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Description: Placard Part Number: | D3214-4 | 
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Inspection Dwg: D3214 Rev: C 


INSPECTION SHEET 


ASTE Actia ; Method of 
Dimension Si Dimension AcCEpt | elect Inspection Comments 
@0.098 +0.004/-0.001 

0.19 = +/-0.030 

0.19 +/-0.030 

2.70 “Tl 4/-0.030 

3.70 +/-0.030 


0.080 +/-0.010 
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Checked by: QC Inspector: 
Date: l Date: 
Engineering Approval: . 
(If necessary) Date: 
Rev Date Change Revise Approved 
A |15.06.22 | New Issue KJ ; 
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